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Message Text 


UNCLASSIFIED 

PAGE 01 SURABA00048 210213Z 

II 

ACTION EA-09 

INFO OCT-OI ISO-00 EB-07 /017 W 

064545 

R2100I5Z JAN 76 
FM AMCONSUL SURABAYA 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 0785 
AMEMBASSY JAKARTA 
AMEMBASSY SINGAPORE 
AMCONGEN HONGKONG 
AMCONSUL MEDAN 

UNCLAS SURABAYA 0048 

1. 560/03/T0008 

2. 012076 

3. SKTAN 

4. 560 INDONESIA 

5. NA 

6A. WRITE 

6B. IRA WAN RUDYANA, PROJECT OEFICER 
6C. P.T. BARATA METALWORKS & ENGINEERING 
PROYEK FOUNDRY CENTER SURABAYA 
JALAN NGAGEL 109, SURABAYA, INDONESIA 

7. NA 

8. 03/19/76, 12.00 AM 

9. 201 

10. IN CONNECTION WITH ITS NEW EOUNDRY CENTER (INITIAL OUTPUT 5000 
TONS) IN GRESIK, EAST JAVA, INDONESIA, P.T. BARATA METALWORKS 
(PARA 6C) INVITES BIDS FOR: 

UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 SURABA00048 210213Z 


Margaret P. Grafeid Deciassified/Reieased US Department of State EO Systematic Review 04 MAY 2006 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 


A) THE CONSTRUCTION OF A COMPLETE POWER SYSTEM, BASED ON THE 70 KV 
PUBLIC GRID, AND CONSISTING OF A 70 KV SWITCHYARD, 6 KV SWITCH- 
GEAR, AND .4 KV SWITCH GEAR, WITH ALL NECESSARY EQUIPMENT, SUCH AS 
TRANSFORMER, BREAKERS, CUBICLES, FEEDERS, ETC. 

B) AN EMERGENCY POWER SYSTEM, COMPRISING OF A 250 KW EMERGENCY 
DIESEL GENERATOR SET WITH ALL AUXILIARIES AND ANCILLARY EQUIPMENT. 

C) A CLOSED COOLING WATER SYSTEM (APPROX. ISO TONS/HOUR). THIS 
SYSTEM INCLUDES ESSENTIALLY COOLING TOWER, WATER PUMPS, PIPINGS 
AND ACCESSORIES, AS WELL AS WATER TREATMENT SYSTEM. 

FOREIGN EXCHANGE COSTS OF PROJECT FINANCED FROM AID BY THE FEDERAL 
REPUBLIC OF GERMANY. BID DOCUMENTS CAN BE PURCHASED AT THE COST OF 
US$241 FROM PARA 6B, AND BARATA JAKARTA REPRESENTATIVE OFFICE, 

JALAN KEBONSIRIH 48, FLAT 14, JAKARTA. A BID BOND IS NOT REQUIRED. 

BIDS (ONE ORIGINAL AND TWO COPIES) SHOULD BE SUBMITTED HAND CARRIED 
TO PARA 6B. SIMULTANEOUSLY TWO OTHER COPIES SHOULD BE SENT TO 
FICHTNER CONSULTING ENGINEERS, GRAZER STRASSE 22, 7 STUTTGART 30, 

WEST GERMANY. 

CONSULATE HAS NOT PURCHASED TENDER DOCUMENTS IN VIEW OF HIGH COSTS. 
HOWLAND 


UNCLASSIFIED 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 21 JAN 1976 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976SURABA00048 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760022-0507 
From: SURABAYA 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t1 97601 36/aaaabfvf. tel 

Line Count: 82 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION EA 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: IzenbelO 
Review Comment: n/a 
Review Content Flags: 

Review Date: 25 MAY 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <25 MAY 2004 by barnescd>; APPROVED <27 JAN 2005 by izenbei0> 

Review Markings: 

Margaret P. Grafeld 
Declassifled/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 

Secure: OPEN 

Status: NATIVE 

Subject: n/a 

TAGS: BEXP, ID 

To: COM 

Type: TE 
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